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HA BUREAU OilBFS FROM^ 

PLEASED TO REPORT IHAT THE FBIS ENGINEERING DIVISION (NON FIELD 
ENGINEERING DIVISION) HAS AHARQBD A KCRITQRIOUS UNIT CITATION ON 
20 SEPTEMBER IN RECOGNITION CHP ITS EXCEPTIONAL FERF0B4ANCB IN 1984. 
THE CITATION HAS SPEQFICALLY IN RBCOGNITION OF THE FERFOiMANCE OF 
THE DIVISION IN OHiBCTION HITU THE PANAMA ROSET INSTALLATION. THE 
CITATION APPLIES TO ALL THOSE IN THE FIELD ENGDSERING DIVISION AS 
HELL AS THOSE HHO HERE IN THE DIVISION IN 1984 AND ARE NON OVERSEAS. 
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